Examples of stainless steel letterbox group configurations 


Amrum/Borkum Configuration Examples 


Built-in height: 
1200 mm* 


Total height: 
1500 mm* 


Total width: 
377 mm 


*Measurements do not 
include Inox bow 


Freestanding example with 1 
letterbox and 1 stand, consisting of: 


1 x Amrum 3867 Ni 
1 x Universal 150 Ni 
1 x Inox bow UNI 190 Ni 


The sloping (pitched) roof of the Amrum enables it to be used in an exposed position - rain water will run off the sloped roof. 


Total height: 
642 mm 


Total width: 
377 mm 


Group installation example with 2 | 


letterboxes consisting of: 


1 x Amrum 3867 Ni 
1 x Borkum 3877 Ni 


Borkum Configuration Examples 


Total height: 
848 mm 


Total width: 
362 mm 


Group installation example with 
2 letterboxes & 2 paperboxes 
consisting of: 


2 x Borkum 3877 Ni 
2 x Paper box 3820 Ni 


Total height: 
848 mm 
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Group installation example with 
4 letterboxes & 4 paperboxes 
consisting of: 


4x Borkum 3877 Ni 
4 x Paper box 3820 Ni 


Total height: 642 mm 
Total width: 1151 mm 


Group installation example with 6 
letterboxes consisting of: 


3 x Amrum 3867 Ni 
3 x Borkum 3877 Ni 


Note: When mounting Amrum side-by-side, a small gap 
must be left to allow for lid opening. 


Total height: 644 mm 
Total width: 1086 mm 


Group installation example with 
6 letterboxes consisting of: 


6 x Borkum 3877 Ni 


Group 
Installation 
Example 

2x Borkum + 
2 Paper boxes 


Group Installation Example 
3 x Amrum + 3 x Borkum 
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Amrum 3867 Ni 
HxWxD (mm) 
320x377x115 


— 


Borkum 3877 Ni 
HxWxD (mm) 
322 x 362 x 100 


Paper box 3820 Ni 
HxWxD (mm) 
102 x 362 x 102 


Group Installation Example 
6x Borkum 


